UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CASE NUMBER: 

KS 160003 



ADDRESS {Street, City, State, ZIP Code): 


VIOLATOR: 

Judy Koehn 
Customer# 8794 
License# 48-A-1503 


2508 40 lh St 
Bums, KS 66840 


The U.S. Department of Agriculture has evidence that on or about the date(s) listed below, you or your 
organization committed violations of the following sections of the Code of Federal Regulations, Title 9: 

Date(s): September 30, 2015 (DIRECT) and June 2, 2015 

§2.40(b)(2) - Attending Veterinarian and Adequate Veterinary Care (Dealers and Exhibitors). 

Each dealer or exhibitor shall establish and maintain programs of adequate veterinary care that include: The use 
of appropriate methods to prevent, control, diagnose, and treat diseases and injuries, and the availability of emergency, 
weekend, and holiday care. 


Date(s): March 26, 2015, March 10, 2015, December 3, 2014 and March 17, 2014 

§2. 1 26(b) - Access and Inspection Records and Property. 

The use of a room, table, or other facilities necessary for the proper examination of the records and inspection of 
the property or animals must be extended to APHIS officials by the dealer, exhibitor, and intermediate handler or 
carrier, and a responsible adult shall be made available to accompany APHIS official during the inspection process. 

Date(s): September 30, 2015 and June 2, 2015 

§3. 9(b) - Feeding. 

Food receptacles must be used for dogs and cats, must be readily accessible to all dogs and cats, and must be 
located so as to minimize contamination by excreta and pests, and be protected from rain and snow. Feeding pans must 
either be made of a durable material that can be easily cleaned and sanitized or be disposable. If the food receptacles 
are not disposable, they must be kept clean and must be sanitized in accordance with § 3.1 1(b) of this subpart. 
Sanitization is achieved by using one of the methods described in § 3.1 1(b)(3) of this subpart. If the food receptacles 
are disposable, they must be discarded after one use. Self-feeders may be used for the feeding of dry food. If self- 
feeders are used, they must be kept clean and must be sanitized in accordance with § 3.1 1(b) of this subpart. Measures 
must be taken to ensure that there is no molding, deterioration, and caking of feed. 

The above is not intended to be an all-inclusive list. Please know that you are responsible for ensuring that 
your facility, animals, and property are in compliance with the Animal Welfare regulations. Inspection 
reports can be found on APHIS' website at: 
hit ps ;// acissearch. aph is. us da. go v/L PA Search/ faces/ Warn ing. ispx. 


An Equal Opportunity Provider and Employer 


The Animal and Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and help 
prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and costly impacts that 
are detrimental to the public interest, APHIS is providing you with an Official Warning for the violation(s) described above. Any 
further violation of these federal regulations may result in the assessment of a civil penalty, criminal prosecution, or other sanctions. 

If you have any questions concerning this Official Warning or violation(s). please contact the APHIS official listed in this notice. 
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